Site Name 


Feature Location 


6 D's 


Reasons 


Existing species 


Planting notes 


Replant species 


RAVEN ROAD 


o/s 2 (opp 3) 


Dangerous 


Stem decayed, very 
poor specimen, 
historically topped 


Tilia x europea 


Plant in new 800mm 
pit OPPOSITE 3 (same 
as felled tree) 


Sorbus X arnoldiana 
'Schouten' 


RAVEN ROAD 


o/s 10 


Dangerous 


Stem in c/w at <5. 2m 
- obstructive, 
previously struck 


Tilia x europea 


Plant in new 800mm 
pit o/s 10 (same as 
felled tree) 


Sorbus X arnoldiana 
'Schouten' 










